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Mr-.>  Chains  an  and  Gentlemen, 

I have  the  ho n cun  to  submit  my  annvi 
report  on  the  health  of  the  District  for  the" ;>  ear 


There  was  a slight  increase,  Qe£  ;u 
1,0’JO,  in  the  birth  rate,  a decrease  of  1.2  per'l, 
in  the  death  rate,  and  a low  infantile  mortality  r 


There  is  nothing  in  these  facte  whi. 
vvouia  suggest  any  deterioration  in  the  health  of  t 
.•istriet  in  the  sixth  year  of  the  War. 


I am.  Gentlemen, 

Your  obedient  Server,'  , 
W,  S.  WALLACE. 
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GENERAL  STATISTICS 


Area  (in  acres)  . ..  ...  ... 
Number  of  Inhabited  Houses  (end  of  1944) 
Rateable  Value  ...  ...  » • » • . • 
Sum  represented  by  a penny  rate  . . . 


57,463 


5,5.33 


EXTRACTS  FROM  VITAL  STATISTICS  OP  THE  YEAR . 


Hive  Birth  Rate  per  1,000  of  the  estimated 
resident  population  ...  ...  ...  ...  17*6 


Still  Birth  Rate  per  1,000  total  'live  and 

still  bir th s ) • • » ...  ...  ...  . • d 11« 9 

Death  Rate  per  1,000  of  the  estimated 
resident  population  ...  ...  ...  ...  14.8 


Death  Rate  from  Puerperal  Causes  per 
1,000  (live  and  still)  births ...  Nil 

Death  rate  of  Infants  under  one  year 

of  age:- 


All  Infants  per  1,000  live  births  ...  40.2 

Legitimate  Infants  per  1,000 

legitimate  live  births  ...  ...  J>5»- 

Illegitimate  infants  per  1,000 

illegitimate  live  births  ...  ...  90*9 


Deaths  from  measles  (all  ages)  ...  ...  Nil 

i<!  **  Whooping  Gough  (all  ages)  ...  1 

w ” Diarrhoea  (under  2 -years  of  age)  Nil 

11  rj  Cancer  (all  ages)  ...  . » » 31 


GENERAL  PROVISION  OP  HEALTH  SERVICES 
FOR  THE  AREA. 

1 / » a olio  Health  Officers  of  the  Authority;-- 

Medioal  Officer  of  Health; 

San  tar  y j n a p a *?  to  r s : 


w . s » > 

WALLACE  5 

m,b«;  oh. b.,  r.p.H. 
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WATER  ETVFT.Tt?$  , 

'Auuaraliy  these  proved  aciec  iaLc  dupin' 

UAh  restrictions  in  the  use  of  i Acr  had  "to  H made  during 
u.raner  and  autumn, only  in  the  Freshwater  district  ns  it 
nry  :.o  ourtq.il  the  supply.  An  effort  is  made  to  hare 
-uclogical  analyses  made  at  least  once  'quarterly  of  each 

oS 


y e a p i 
reed 
•5Ko  e 


) Bembridge.  The  supply  was  sufficient  threughou 
^j.he  water  is  chlorinated  and  no  complaints  wo. 
v?<?*  Al1  the  reports  from  the  Bacteriologist  showed 
or. d once  of  harmful  pollution”  either  of  the  raw  .r  treated 


»U.  u the 

1 j 


.,(2)  Brighstone.  _ This  gravity  supply  which  is  unehlor inated 
1.1“  U +lclfr1]tiurinS  the  whole  year.  Two  samples  both  taken 
^ tap  m the  village  school  showed  evidence  cf  si i vat 

°^i  of  ve^eta’blG  origin.  Subsequent  samples 
rom  collecting  tank  showed  no  evidence  of  pollution# 

(3 ) CarRentsv'Sa  This  spring  which  serves  a few  houses  and 
n -«-aF^ry  m Brading  district  is  unchlorinated  and  no 
samples  wero  reported  on  as  bac toriologioally  impure. 

+ . .palociuroie.  The  supply  here  was  unrestricted  throughout 
■n  i '’^Qa+  al"iJ  G']hi;cd  to  help  the  3haloom.be  supply  to 
..ucs.i water.  Tnis  water  is  chlorinated  and  all  samples  of 

2 wuter  except  one  showed  the  supply 
December  1943  one  inch  of  rain  fell 
7 spoil  and  complaints  wore  received 
'y  y-*'-  «v. «v*  »»us  dirty.  Inspection  showed  that 
sun  ace  wa  ter  had  gained  access  to  the  V/aii  and  an  ar.nlvsi  s 
showed  marked  pollution  (180  + colonies  of  B.  Coll  per  ICO*  m»l. ) 
vy~ '-’y' ■;  t ayx  of  surface  cSoil  type c Instructions  were  given 

,J?  'nG  P’^olic  to  boil  all  drinking  water  pro  tern,  and  d a short 
.^me  tne  water  cleared  and  oach  bacteriological  examine  den 
sj.noe  snowed  the  water  to  be  pure.  Undoubtedly  this 


Loth  the  ras 

v and  ohlorjnu 

to  be  pure. 

At  the  end 

in  12  hours 

after  a long 

in  January  i 

t h at  t n e w c. t o r 

contamination  was  due  to  faults  in  the  chalk  allowing  surface 
water  access  to  the  underground  stream  and  it  shows  the 
danger  to  which  a chalk  water  can  he  subjected^ 

(5)  Chale.  The  gravity  supply  is  still  used  during  the 
winter  for  a small  portion  of  the  Parish.  Two  analyser 
proved  the  water  to  he  free  from  harmful  pollution.  fr  is 
unchlorinated. 

The  supply  from  Niton  Farm  was  more  then  sufficient 
and  was  able  to  help  out  the  St.  Lawrence  supply  to  Niton 
Parish.  This  water  is  chlorinated  and  showed  no  evidence  of 
harmful  pollution.  In  July  the  raw  water  showed  8 colonies 
of  B.  Goli  of  which  two  were  of  faecal  types.  It  was 
thought  that  cows  which  had  broken  into  the  enclosure  round 
the  well  had  caused  the  pollution.  Chlorine  was  increased 
temporarily  and  a subsequent  sample  1 oved  to  be  absolutely 
sterile. 

\ ' 

(6)  Freshwater.  The  supply  to  this  parish  had  to  be 
curtailed  during  the  summer  and  autumn.  Repeated  tests 
showed  the  water  both  chlorinated  and  raw  to  be 

bac teriologically  pure.  This  applies  to  both  the  Shalccmbe 
and  Freshwater  Bay  sources.  The  Shalcombe  supply  had  to  be 
augmented  from  Calbourne  for  a large  portion  of  the  year. 

(7)  Newchurch.  This  supply  augmented  by  Sandown  water  was 
adequate  during  the  year.  In  July  a very  bad  analysis  of 
the  raw  water  was  received,  B.  Goli  of  faecal  types  being 
found.  Each  spring  entering  the  collecting  tank  was 
examined  and  tested  and  all  but  one  found  to  be  polluted. 
Evidence  of  animal  contamination  over  man-hole  . evens  was 
found.  These  were  fenced  in,  chlorination  was  teoreased 
temporarily  and  all  subsequent  samples  have  beer,  free  from 
any  contamination. 

(8)  Niton.  The  supply  here  from  St.  Lawrence  assisted  by 
occasional  water  from  Niton  Farm  was  uninterrupted;, 

The  water  is  chlorinated  and  all  samples  booh  raw 
and  treated  were  satisfactory. 

(9)  Totlan.de  This  gravity  supply  (which  is  chlorinated) 
as  usual  had  to  be  augmented  from  Shalcombe.  All 
bacteriological  tests  7. era  satisfactory. 

(10)  Whitwell.  The  water  from  the  Bierley  springs  was 
sufficient  for  the  village  and  although  the  water  is 
unchlorinated  all  bacteriological  reports  proved  satisfactory. 


HOUSING. 


The  total  number  of  dwelling-houses  inspected 
under  the  Housing  and  Public  Health  he ts  was  283;  and  th< 
number  of  inspections  and  re-inspections  was 


429- 


The  number  of  houses  found  not  in  a reasonable 
state  of  repair  was  92  and  the  number  rendered  fit  in 
consequence  of  informal  action  was  82 * 


INSPECTION  AND 


ION  OP  POOP. 


0.4 F0ASE3  IN3PEC TEl- 


P.O, 


contract 


All  slaughtering  is  now  done  under  Government 
in  the  boroughs  of  Newport  and  Nyde> 


Three  pigs  were  inspected  after  slaughter  under 
permit  for  private  consumption,  and  one  complete  offal  was 
condemned  ( T,  B. ) 

Five  hundred  and  eighty  four  pounds  of  foodstuffs 
were  condemned  as  unfit  for  human  consumption* 


It  has  been  very  difficult  to  get  building 
trade  labour  to  carry  out  works  and  in  consequence  only 
the  minimum  and  essential  works  in  order  to  abate 
nuisances  have  been  carried  out*  A number  of  viol  Is  hav  e 
been  made  in  connection  with  building  licence  applications 
where  a Certificate  of  Essentiality  issued  by  the  Council 
.to  required  by  the  Ministry  of  Works. 
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NON-NOTIFIABLE  INFECTIOUS  DISEASES. 

The  orevalence  of  non-no tifiable  Infections 
Diseases  is  estimated  from  the  weekly  returns  oj. 
Teachers  of  the  Schools.  These  returns  for 
o/lov  that  there  were  48  cases  of  Mumps,  10  ox  u.>.± 

10 8 of 
1 ingwor 


Head 


T>  bllOX'U  WCX'W  H-'-'  — -.-—-a.  , _ 

chicken-pox , 7 of  Scahies,  6 of  Impel.,.,--, ; , a 
■m  and  one  of  German  Measles. 


There  was 

, -p 


a a 


c.  oeraii: 


increase  in  the  number  ox 

notifications  of  infectious  diseases,  209  ao  against 
in  1943*  Measles  accounted  for  mos  c of  .un cr ea- 

se arlet  Fever  showed  an  increase  hut  Dipnihena  w 
ah  sent. 

The  percentage  of  school  children  immunised 
against  Diphtheria  is  now  63  and  of  children  under  schoo 
aW-  42.  As  children  under  one  yea:  are  not 
approximately  62$  of  the  children  ui^er  senool  age  va.o 
are  due  for  immunisation  have  been  d ne. 


NOTIFIABLE  DISEASES  DURING  THE  YEAR . 


DISEASE 

Total 

cases 

notified 

Gases  ] Total 

admitted  j Deaths, 

to  Hospital  ! 

i 

f 
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NOTIFIABLE  DISEASES 

IN  PARISHES . 
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K°  r'e 1 1 ic a ti  ens  of  infectious  diseases  have  been  received  from 
Parishes  not  included  in  above  table* 
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TUBERCULOSIS. 
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x Included  in  this  total  are  two 
patients  previously  lost 
sight  of  and  returned  this 
year,  one  transfer  from  the 
mainland  and  one  patient 
previously  left  island  and 
returned  this  year. 


OPHTHALMIA  NEONATORUM. 
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